Mr. Bloom confirmed that it was normal procedure to shut down all
uipment as soon as notice of a blast is received, and if others around
him did not have radios, he would notify them personally (Tr. 300).
He also confirmed that he determined the safe blasting area for himself,
no supervisor told him what it was, and he did not know how much explosives
were going to be set off since he did not speak with the blaster (Tr. 301).

Alvin Mitchell, testified that he is an engineer and safety director
for Doan Coal Company, and was so employed at the time of the accident.
He confirmed that the company has a qualified training program, that he is
in charge of it and is certified to conduct training, and that he trained
Mr, Alvatrona.  He identified exhibit R-l as a copy of Mr. Alvatrona's
training certificate, and indicated that he was trained in hazards
identification as well as in the use and danger of explosives (Tr. 312).
Mr, Mitchell testified as to the company's blasting signal policy and
procedure, and confirmed that there are 33 mobile radio units at the
mine on most of the equipment.  He also confirmed that he was present
during the accident investigation, and stated that the distance from the
shot area to where Mr. Alvatrona's body was found was 260 feet, and he
indicated the normal route he would have taken to get to the scale house
from the stock pile area.

Mr. Mitchell confirmed that the location of the blast where the drill
holes were at was at the edge of the pit and that Mr. Alvatrona would
have no reason to be in the area where he was found {Tr. 319).  Mr. Mitchell
stated that part of Mr. Alvatrona's training included procedures concerning
the shutting down of equipment and blasting signals (Tr. 322).  Mr. Mitchell
also indicated that the procedure followed by Mr. Bloom in notifying--
Mr. Alvatrona about the blast, as well as the mine procedure for notifying
other employees was normal and no different from any other day (Tr. 323).
Mr. Mitchell identified several photographs depicting the spoil pile
where it is believed Mr. Alvatrona was sitting at the time of the blast,
and the general scale house area (Tr. 323-328; exhibits AP-1 through AP-7).

Mr. Mitchell testified that he was at the blast scene after the
accident, and in his opinion had Mr, Lucas been looking in the direction
of the spoil pile he could have seen Mr. Alvatrona (Tr. 333).  Mr, Mitchell
identified exhibit G-7(k) as a photograph of a typical blasting signal
sign posted at the entrance to the mine property, but could not say whether .
that particular sign was posted on the day of the blast.  However, he did
indicate that a similar sign was posted, and that the men are instructed
to listen for the signals depicted on the sign (Tr. 334).  He did not know
whether the mine road is normally barricaded because he is not at the
mine when blasting takes place (Tr. 335).  Mr. Mitchell stated further
that the spoil pile was 13 to 14 feet high, and that Mr. Alvatrona's
work would not require his presence there (Tr. 338).

Mr. Mitchell considered the seal house, the drill truck, and the loader
and crusher to be suitable blasting shelters (Tr. 343).  Mr. Mitchell
conceded that Mr. Lucas may not have followed the literal blasting
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